TREASURY DEPARTMENT, 


OFFICE OF THE SUPERVISING ARCHITECT 


WASHINGTON, 0». €., August 235rd,1889. 


Mr. Daniel M. Fox, 
Supt . U.S.Mint Building, 
Philadelphia, Pa. 
Sir:- 

I am in receipt of your letter ,by reference from the Di-~ 
rector of the Mint,Mr. James PeKimball,enclosing a copy of a pro- 
posal of Messrse Farrel & Co., of your ecity,to erect certain par- 
titions in the vaults in the court yard and first story of the 
United States Building. As this Department cannot take action 
upon copies of papers,I will thank you to forward to this office 
the original proposal of Messrs. Farrel & Coe, for this worke 


Respectfully yours, 


Se gebige rs 


Whe, Supervising Architect. 
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Treasury Department, 

Office of the Supervising Architect. 
Washington, D.C., 

August 23, 1889 


Mr. Daniel M. Fox, 
Supt. U.S. Mint Building, 
Philadelphia, Pa. 


Sir: - 


I am in receipt of your letter, by reference from the Director of the Mint, Mr. James P. 
Kimball, enclosing a copy of a proposal of Messrs. Farrel & Co., of your city, to erect certain 
partitions in the vaults in the court yard and first story of the United States Building. As this 
Department cannot take action upon copies of paper, I will thank you to forward to this office the 
original proposal of Messrs. Farrel & Co., for this work. 


Respectfully yours, 
Jas. H. Windrim 
Supervising Architect. 
ML 


